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ABSTRACT 

Preliminary analyses of .-RTS-1 imagery demonstrate the utility of the satellite to 
monitor turbidity piumes generated by the Welland Canal, and the Genesee and Oswego rivers. 
Although visible in high altitude photographs, the Niagara River plume is not readily identi- 
fiable from satellite imagery. 
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